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Law Offices 

THOMAS J. MORRIS 

SUITE 113 

THE DIXIE BUILDING 
2060 NORTH 14th STREET 
ARLINGTON, VIRGINIA 22201 - 2500 
703 - 524-1900 


October 18, 1983 


(b)(3) 

(b)(6) 


STAT 



This is 
been retained by 
with reference to 
which occurred on 


to a dvise yo u that th is office has 

to represent him 

i ninri <=>s sustained in an accident 


Kindly forward this letter to your insurance 
carrier at your earliest convenience and request them 
to contact this office. 


Very truly yours. 


TJMj r/dem 
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[OGC/LEGL Review Completed.] 
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